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BILL NO. S-82-12- ?c/ 


SPECIAL ORDINANCE NO. S- 




AN ORDINANCE approving City Utilities 
Purchase Order No. A-024017, with State 
Equipment Co., Inc. for the Water Maintenance 
and Service Department in connection with 
the Board of Public Works. 


BE IT ORDAINED BY THE COMMON COUNCIL OF THE CITY OF 
FORT WAYNE, INDIANA: 

SECTION 1. That City Utilities Purchase Order No. 
A-024017, between the City of Fort Wayne, by and through the City 
Utilities Purchasing Agent and the Board of Public Works and 
State Equipment Company, Inc., for: 


the purchase of two Air Compressors to be 
used by the Water Maintenance and Service 
Department for main breaks; 


involving a total cost of Seventeen Thousand One Hundred Twenty 
and No/100 Dollars ($17,120.00), all as more particularly set 
forth in said Purchase Order, which is on file in the Office of 
the Department of Purchasing and is by reference incorporated 
herein, made a part hereof and is hereby in all things ratified, 
confirmed and approved. 


SECTION 2. That this Ordinance shall be in full force 


and effect from and after its passage and any and all necessary 
approval by the Mayor. 


APPROVED AS TO FORM 











Read the 
seconded by 


win full and on motion by 
and duly 


by title and referred v 6 ef the Committee_ 

plan Commission for recommendation) and Public 
due legal notice, at the__Cim»eilr^hambers, City-County Building, Fort Wayne, 
Indiana, on_ _, the_day of 



second time 
_(and the City 
igld-^af ter 
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Read the third ti] 

seconded by_ 

passage. PASS; 



full and on motion by_ 

_, and duly adopted, placed on its 




(LOST) by the following vote: 


TOTAL VOTES 

BRADBURY 

BURNS 

EISBART 

GiaQUINTA 

SCHMIDT 
SCHOMBURG 
SCRUGGS 
STIER 
TALARICO 


DATE: 


AYES 




/•v/Vy 


NAYS 



ABSTAINED ABSENT TO-WIT: 



CHARLES W. WESTERMAN - CITY CLERK 


Passed and adopted by the Common Council of the City of Fort Wayne, 

Indiana, as (ZONING-MAP^-(GENERAL^-(ANNEXATION) (SPE^AL) 

.(APPROPRIATION) ORDINANCE (RES O L in?ifa U_ NO. 


on the 




_day of_ 


ATTEST: 





(SEAL) 


CHARLES W. WESTERMAN 
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if. 


XL LLLXzJi 

rCF.R 


CITY^CLERR - presiding/officer 

Presented by me to the Mayonyof the City of Fort Wayne, Indiana, on 
_day of , 19 


_ 




day of 

o'clock ■ . M. , E. S . 


at the hour of 




Approved and signed by me this 
19_J&3_, at the hour of -3 - _o'clock 


CHARLES W. WESTERMAN - CITY CLERK 
\^||a day of 


.M. ,E.S.T>. 


U 


XXdL 


WIN MOSES, JR. ' 
















































































^IL'ALL CORRESPONDENCE, CLAIM VOUCHERS, ETC.,TO: . 

.WATER MAINTENANCE •& SERVICE - '';-.-/; 220' 

4i"5 EAST WALLACE STREET > 

FORT WAYNE v* IN 46803 " - 


STATE EQUIPMENT ; CD* . 

36F7.SOUTHEASTERN AVENUE . 
INDIANAPOLIS. IN 46203 


~4-| REQ- NO*. 00372 // 


E . 1 ^ 0 T M ^ T,0N ►-'UST APPEAR ON ALL INVOICES. - 

correstondenJS. DEUV£f,Y T,CKeT S- packages AND - - 


INVOICE IN DUPLICATE 




.i-s*7UATER ..MAINT * •&“SERVICE' If -V / 1 
;- r : * - ::.-4i 5 e Wallace street 

- _ : ,w : -FORT WAYNE ^ IN %- 46803 './ ' 

- -A / ~/V- - SSB^ 

rtftSCOUWT TERMS' • r- : li-v- S IF PAID WITH N •- '■ DAYS FROM DELIVERY AND - 

:;£PT.>NCS OF GOODS OR PERFORMANCE OF SERVICEa (DEDUCTION FOR DISCOUNT SHOWN BELOW) 



. APPROPRIATION "er 


3-521-W1 Of0-444 

fg 02 4017. :.;^^YT/: ;^ ,N/A;; - ._r.T 



ORIGINAL .Cl) 









































BID EVALUATION 

ITEM: (2) Air Compressors 

BID fl: 651 __ 
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WATER MAINTENANCE & SERVICE 

BIDDER' 

X/9^ 9 0 

Korte Bros., Inc. 

^ , . .. ’ /*JC6€S0^. 

MacDonald Machinery 

Electro Static Eng. Inc.’ 

Wayne Vaughn Equipment Co., Inc. 

| Tri River Tractor 

£ AAS1 //V-* /S’S<S> 

Rudd Equipment Corp. 

6./9/C.4 A 

Indiana Equipment Co. 

Tri State Plumbing 
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M D? 2 > . 5-^3 


CITY 0? FORT WAYNE 

DEPARTMENT OP PURCHASES 

Number One HaJn St., Ft. Wayne, Ind. 46802 
INVITATION 



department of purchases 


Room 940, -Number One Main St., Ft. Wayne, Ind/' 46802 


Pag e ' 1 
Ref.No. _6S1 
Data - 8/12/0? 


Data wanted .. 9/9/ 


REQUIRED FOR DELIVERY T O: 

Department ‘ . 

Or Division-Water Hai nfenanre end WwTx- Q 

415 East Wa11 ace - 
Acciroaa—;— Fort W ayne IN 46Fm • ' "' 

RETURN ORIGINAL TO THE CTIT—RETAIN DUPLICATE COPT FOR YOUR FILE ’ 
Time of Bids-Thursda y j ^ntomhor ion-? H a m 


Fund 

Appropriation No.. 


Crrr ~ s .sazxs tax sxzsg— a 

TAX EXEMPT (IMaa oBttr£2faa£fa5)^ ^ 


Two C2) 


air coinp’ressbrs per attached spedficatic 


175CFM @ HOp.s.i. maximum pressure is 120p si 
Air cooled F3L912 Duetz diesel engine ' 

Two wheel trailer with pintel eye hitch 
Sound suppressed to met I.S.O. (2151) and U.S. E.P A - * 

Two- 50-foot live hose reels . */ 

Solid state monitoring system for high temperature/ low oil'and 
automatic shutdown. 

Two stage afr/oil separation with 25 micron service filters 
Two tool trays • . 

Unit will be painted Blue Dupont per City. 


Price per each: $15,200.00 ' 

Sub Total: 30,400.00 

Less Trade Ins: -*1070801-00 

. £ t sisa _ 

Total: $20^420^00 

*m*D m OPTION 

50 Hose-each $58.00 Line Oiler-each $142 00 

AFFIRMA TIVE ACTION: _ON FILE X ATTACHED*' 


Delivery: 4-6-weeks 
Warranty: 2 years or 4000 hours 
on air end 

F.O.B.: Fort Wayne, IN - 


; S:d Sosd Q 


r°.nf . 


O cash discount if paid within. 


_ Perfor=ui3c» Bond 


— --- It Co Xrrtrx* I’si* Wk>£. 

Raya from delivery and acceptance of stxxb or complete of serv 


PROPOSAL OR BID 


‘'-’-very 

r 


v *-’> »Sc-r* ;«■ s 

-» cT cioyg. r=roi»S JLAy c< xVrirl ib* ox nzi 

° c “ 3r or ^ ct 45:8 its ™-pop°TAOT°K^ ser T i c ” i3a ica : ed £5 ^ *** 

ggORTANT rs- ^ a ^c^.nu tu, 


State Equipment Company, Inc. 

*»*»• ®* 

^ Exe c,..VP-F; 
Sou theastern Avenue..... 

Indian Anri! i c~* ra ")reprm ’ —■ 






















































Page 3 of 5 


Specifloations 


1. Capable of 170 to 175 C.F.M. @ 120 P.S.I. 

2. Air-cooled engine - diesel 

3. Two-wheel trailer type with pintel eye hitch 

4. Sound suppressed to meet l-.S.O. C215) CAGI-Pneurop 

and U.S. E.P.A. • 

5. Two (2) 50 ft. live hose reels 

6. Solid state monitoring system.for high temperature, 
low oil with automatic shutdown 

•7. Two-stage air/oil seperatiorr with 25 micron service filters 

8. Two (2) tool trays 

9. Units to be painted City colors (Blue DuPont Paint or equiv.) 

Units to be traded in: Unit £604 - Sul lair, Air Compressor, 1973 
Unit £605 - Sul lair. Air Compressor, 1978 



Price per each: $ 15,200.00 

Sub Total: 30,400.00 

& / 3.2 to 

Less Trade-ins: ~iO,28D.-0O 


Delivery: 4-6 weeks _ 

Warranty: 2 years or 4000 hours on air end 
FOB: Fort Wayne, IN 


$2 0 ;- 1 2 0 r 0 O 


TotaI: 










S-82-12-34 


BILL NO. 

REPORT OF THE COMMITTEE ON CITY UTILITIES _ 

WE, YOUR COMMITTEE QN CITY UTILITIES _TO WHOM WAS REFERRED AN 

ORDINANCE approving City Utilities Purchase Order No. A-024017, 

with State Equipment Co., Inc, for the Water Maintenance and Servi ce 

Department in connection with the Board of Public Works 


HAVE HAD SAID ORDINANCE UNDER CONSIDERATION AND BEG LEAVE TO REPORT 
BACK TO THE COMMON COUNCIL THAT SAID ORDINANCE A)( C) PASS. 


SAMUEL J. TALARICO, CHAIRMAN 



MARK E. GiaQUINTA 


PAUL M. BURNS 


-CHARLES w. CITY CLL 


VICTURE L. SCRUGGS, VICE CHAIRMAN 


DONALD J. SCHMIDT 
































•ASSIGNED TO COMMITTEE 



































































































